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LEADERSHIP, NEWINNOATIONS 
ANND TOUGHNESS 


Ever since E-Series first hit the road, this lineup has broken new ground. The 
2009 E-Series Vans, Cutaways and V\égorns followthat lead with more of what 
you need: a new 2009 E-150 Extended Cargo Van, an all-newinstrurrent panel, 
all-new onboard technology options for doing business right fromyour vehicle, 
and much rrore. The full-size van leader since 1979 just keeps getting better. 
*Rememtber that even advanced technology cannot overcome the laws of physics. It’s always possible to lose control of a 


vVehide due to inappropriate driver inout for the conditions. For noore informaiton on Acivancelrac with RSG visit forcehides.cam 
Standard on V\agons and Recreational Vans, optional on Contrercial Vans. Not available with diesel engine. 
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Fromileft E-350 SRV Cutaway ® Offord White with Aftenmarket Van Body ® E-250 Cargo Van ® Brilliant Silver 
with Etterior Upgrade and General Contractor Packages ® E-350 LT ViAgon ® Royal Red 
Vehicles throughout this PDF are shown with optional and aftermarket upfit equipment. See Specifications section for discdainrers and footnotes. 


NEVVFOR 2009 


@ ALL-NEVW/INSTRUMENT PANEL 
® NEW2009 E-150 EXTENDED CARGO VAN 


@All 4.6L & 5.4L GAS ENGINES NOWFLEN BLE 
FUEL-CAPABLE 


© ALIL-NEVW/NAMGATIOY AUDIO COMBINATION OPTIONS 

© NEVWINTEGRATED TRAILER BRAKE CONTROLLER OP TION 
© NEVVREAR MEVW/CAMERA CP TION ON VANS & V\WAGONS 
© NEW UPFITTER SWITCHES CP TION 






@ FORD WORK SOCLUTIONS™ TECHNOLOGY TOOLS 
FOR PRODUCTIM TY 


@ ALIL-NEVV/ALTERNATOR LINEUP ON GAS ENGINES 


© NEVW/AERIAL BUCKET CARGO VAN SUSPENSION 
OPTION 


© ADVANCE TRAC ®WITH RSC®{ ROLL STABILITY 
CONTROL™)* NOVWAVAILABLE ON GAS ENGINE 
CARGO VANS 
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E-Series Cargo Van ® Medium Flint © Qotional Equipnrent 

NEVV LOOK, NEVVFEATURES, AND A USER-FRIENDLY DESIGN. Get in and feel the 
instant comfort of these new surroundings. The all-new instrurment panel offers intuitive 
controls. The new front captain’s chairs are built for all-day support. And a host of nevv 


standard features and options make E-Series more convenient and productive. Awarm 
weicorre is waiting in your new workplace. 






NEVV DOOR- TRIM) PANELS 


*TBC verified to be corrpatible with edlectric- actuated drum brakes only. 7Service not aveilable in Alaska or Haweii. See your Ford Dealer >| bi nel eiscicds as 
or contact SIRIUS at 1-888-539-7474 for nore informreition. “SIRIUS,” the SIRIUS dog logo and “The Best Radio on Radio” are registered a aS Cae ivapP 


trademarks of SIRIUS Satellite Radio Inc. strap offer plenty of storage. 
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A NEWMESSAGE CENTER OPTION displays inportant 
information such as tire pressure, miles to empty, 
average fuel econony, as well as systes checks for 
fuel level and much rrore. Standard with diesel engine; 
includes engine-hour meter. 


B. NEWDSASH TOP STORAGE TRAY keeps frequently used 
items easily at hand. 


C NEWUPATITER SWITCHES OPTION can operate up to 


4 higr+power relays for heavy-duty accessories. This 
sSuperclean installation is pre-wired and ready to go. 


D NEWINTEGRATED TRAILER BRAKE CONTROLLER 
(TBC) OPTIONseamtessly balances the performance 
of the vehicle brakes and electric trailer brakes? 


E NEWAUDIOINPUTJ AK ets you play music fromany 
corrpatible MP3 player through the vehicle’s audio 
system Included on AM/ FIV single-CD, PremiumPlus 
Audio or Navigation Radio options. 

F. NEVAMMILAGLE PASSENGER AIRBAG CUTOFF 
SWITCHOPTION 


G NEXFGENERATIONNAMGAIONRADIOOPTION 
includes tunMby-tum voice directions, premium 
audio wth single-CD player and SIRIUS @Satellite 
Radio’ capability (includes initial 6-mronth SIRIUS 
subscription). 

H. NEWSITANDARDCENTER CONSCLE has lots of usable 
storage, and the new upright storage bin stores 
clipboards or a laptop. 

I. NEWGOE BXKnas a standard 12-volt poner point 


inside (not shown), bringing the total to 3 power points 
on Vans and 4 on Wagons. 





NEVV FRONT CAPTAIN’S CHAIRS 

Theyre re-engineered and reshaped 
wth a confortable and supportive 
design. Shown wth optional 
Cloth upholstery. 
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Ford Licensed Accessories. See your dealer for linrited warranty details. 

Items outfitted with a Tool Link RFIDtag that are placed in nretal containers, including the Racks and Bins drawers, will not be identified as Tool Link RFID signals 
do not penetrate netel. 

Sprint is a registered traderrark of Sprint Nextel. Sprint Mobile Broadband Network reaches over 248 million people (induding data roaming). Coverage not 
aveilable everywhere. See sprint.conm)y coverage for details. MAGNET] MARELLI is a registered trademark of Magneti Marelli Holding S.p.A. Ganrin is a registered 
tredererk of Gannin Ltd. The Bluetooth word mark is a registered trademark owned by the Bluetocth SIG, Inc. DEWALT is a trademark of DEWALT Industrial Tool 
Conpany used under license. Microlise Group Linited is a conjpany registered in England and V\éles with company nurrber 1670983. 
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OPTIONS FOR YOUR MOBILE OFFICE 
COMPUTING 


Ford joins forces with Sprint, @MAGNETI MARELLI and Garnrin®to deliver a powerful, 
high-speed Intemet-capable in-dash computing and contrunications system 
This rugged, autormotive-grade device can operate in extrerre heat and cold. 


WEB ACCESS/ MCBILE PHONE. Sprint Mobile Broadiband Network web access connects 
you with your office server and the Internet. Download files, dneck e-mail and nore. 
Make speakerphone calls using your Bluetooth®enalbled phone contact list. 


GARMIN NAMGATION. Detailed directions, maps and points of interest, addresses 
and services at your fingertips, plus voice-prompted tum-by-tum directions that 
speak street nares. Ask for directions? Never again. (Sore setup required.) 


DOQGUMIENTS. The con puting systemruns applications that let you create and 
Uuodate bid forms, spreadsheets and rrore. Its bright 6.5" screen is easy to read in 
any light. Upload and back up veluable data Via its USB port or SD rrerrory card. 


VVRELESS PRINTER INTERFACE. Add a wreless printer so you can crank out 
contracts or work orders, and even print invoices. Pretty dam convenient. 
(Wireless printer not included.) 


TOOL LINK 


Ford Work Solutions™ Too! Link™ from DEWALT@®uses Radio Frequency ID (RFID) 
technology to tell you what’s in your truck and what isn’t. Check Tool Link before 
you leave for a job to make sure you have the inventory, equipnrent and tools you 
need. Check it again at the end of the workday to see that all the gear you used at 
the job site is back on board. You create inventories wth included RFID tags and 
‘Tool Link softwere in the onboard computing system The systemcan track the 
items you tagged whenever theyre in the truck, and alert you if theyre missing. 
You can add new items to an existing inventory, and even create job-specific 
Inventories. This is one seriously useful piece of technology. 


CREWCHIEF 


With CrewChief™ fromMicrolise™ you can tell where each truck is, 24/ 7. J ust pull 
up the website on the Ford Work Solutions in-dash computer in your truck, or use any 
computer with web access. With Crew Chief, you can see which truck is Cdosest to the 
jOb you need done. Crew Chief can also provide vehicle operating information that’s 
Mtal to the life of your trucks. Optional diagnostics and maintenance reports give you 
the information you need to help keep your trucks on the road. It doesn’t matter if 
you've got 5 trucks or 500, Crew Chief can help raise your efficiency and productivity. 
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E-250 Cargo Van ® Brilliant Silver © Optional Equipnrent: terior Upgrade Package, General Contractor Package, 
Forgec-Alunminum Wheels and Telescoping Trailer Tow Mirrors ® Custom Accessories: Platform Running Boards 


STABLE AND STRONG 


AMAANG NEW TOWING TECHNOLOGIES. Put E-Series’ outstanding towing capabilities 

to their best use wth aveilable cutting-edge features like the Integrated Trailer Brake 
Controller, Rear Vew Carrera and rrore. Theyre all designed to help you haul big pafoads 
and even bigger trailers, while maintaining optinmum control of your vital cargo. 





NEVV REAR MEV CAMERA 

Activated when you shift into reverse, this option 
shows a rearvewwuideo image that includes a 
centter line and distance guides —perfect for 
backing up to your cargo or hooking up a trailer. 
Navigation Radio version shown. 





NEVV FACTORY-INTEGRATED TRAILER 

BRAKE CONTROLLER 

This sophisticated option uses braking input, vehicle 
speed and information from the vehicle’s Anti-lock 
Brake System (ABS) to balance the perfonmance of 
the van brakes and electric trailer brakes, offering 
you more confidence and control 2 It’s technol ogy 
you won't find on any other full-size van. 





“TBC verified to be corrpatible with electric- actuated drum brakes only. 
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A\AN FOR ALL REASONS 


CONSTANTLY EXPANDING ITS RANGE OF ABILITIES. E-Series Vans provide flexibility 

to adapt to your trade, capability to do the job, and durability for the long run. Up to 
278 cu. ft. of aveilable cargo roomfeatures standard double-wall construction to help 
protect outer body work from shifting loads. As always, E-Series Vans offer you lots of 
Choices: 4 combinations of engine/ transmissions, the TorgShift®5-speed automatic 
with Tow Haul Mode? gasoline or diesel power, sliding or swing-out side cargo doors, 
Windows all around or panel sides, no-charge racks and bins packages, and trade- 
specific upfitter packages. The challenges are out there. E-Series is readyto rreet them 


and QuictHe™ III 





ev ee es Ma tt 
E-150 \AN 

E-150 EXTENDED\AN 
E-250\AN 


E-150 EXTENDED VAN 
ADDED. Having too much 
Capacity can be as costly 
as hauing too little, and 
that can nean the 
difference between 

profit and loss. With the 
E-150 Extended Length Van, Ford offers you an even wder range of GW\Rs and payloads 
to help you get exactly what you need. 


E-250 EXTENDED \AN 
E-350 \AN 
E-350 EXTENDED \AN 





2G engine applications only. 3Maxinum capabilities shown are for properly equipped vehides with required equipment and a 150-Ib. 
driver. Weight of additional options, equipnrent, passengers and cargo must be deducted fromthis weight. Cuteway ratings are based on 
incomplete vehicles. Final vehicle manufacturer weights and ratings will vary due to upfit and modification requirerents. 



























E-Series Cargo Van ® Véenrillion Red @ Standard 172° Qpening Rear Doors 
© Optional Equipment: Ford Work Solutions,” QuietFle™ Ill and Other Optional Equipnrent 


QUIETFLEX III COMPOSITE 


QUIETFLEX III COMPOSITE RACKS AND BINS RACKS AND BINS 


: ea Le 


* QUIETFLEXII| COMPOSITE RACKS AND BINS 


MASTERACK STEEL RACKS AND BINS 


*To digible customers under the Ford Contrercial Services Program 
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SMART STORAGE OPTIONS ATINO CHARGE 


MAKE THE MOST OF YOUR E-SERIES. Choose from Masterack®Steel Racks and 
Bins, the EconoCargo™ System, or the new QuietFlex III Gonposite Racks and 
Bins Package, all aveilable at no extra charge* 


QUETHEXIII 


COMPOSITE RACKS AND BINS PACKAGE. Talk about versatility. The E-Track Cargo 
Management System is located behind the driver bulkhead 7“). The rempoveble 
toolbox can hang froma shelf or be carried to a job site. Botton+tapered 
uprights allow 4'-wide sheet storage. Snap-in Dividers reconfigure or remove 
instantly without tools. 


MAS TERACK 


STEEL RACKS AND BINS. This rugged package includes a set of steel cabinets, 
shelves, drawers and shelf dividers. It’s ideal for secure storage of tools and 
parts. A full-width, lockable safety partition provudes work area access fromthe 


passenger compartment. 


ECONOCARGO SYSTEM 


CARGO MANAGEMENT SYSTEM. Durable panels of high-density polyethyiene 
help keep cargo in place and offer an advantage: Functional insulation helps 
the E-Series interior retain heat and cold. That’s a definite plus for dozens of 
applications, including food service, produce delivery, medical supply and rrore. 
(Color of strap may very.) 
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General Contractor Package 


PLUMIBING/ FAVAC APPLICATION; 





SERIOUSLY USEFUL UPGRADES. E-Series offers tailo~nmade, vocation-specific upgrades. Package 1 (General Contractor) 
tums the roof into load space with a ladder rack and crossbow/:\. Package 2 (Hlectrical Contractor/ Appliance 
Repain delivers a 12-drawer cabinet? tilt shelf? and wire spool rack with optional tool box door, triple hooks and shelf 
dividers [EE]. Package 3 (Plumbing/ HVAC) provides a 12-dramer cabinet? tilt shelf! and 3-tank rack for organized, 
secure storage of tools and supplies Ka. ( BI and [fel shown with Steel Racks and Bins.) 


12- drawer cabinet and tilt shelf not included on QuietFlex™ II package. 
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E-GUARD 

CARGO PROTECTION SYSTEM.”™ A segment-excl usive option featuring 
reinforced rear~ and side-door locks, E-Guard is aveilable on Contrercial 
Vans with 6O/ 40 split side cargo doors. To provide an even higher level of 
security, the systemis designed to be unlocked only with the vehicle key, 
even on models wth remote keyless entry. 





STEEL-RH NFORCED 

REAR LICENSE PLATE HOUSING. This rugged enhancement (shown in 
blue on xray iewabove) also includes a steel lock cylinder flange. 

It boosts the tan per resistance of the rear door lock cylinder and 
locking mechanism Standard on Vans and V\aéagons. 


SECURILOCK® 


PASSIVE ANTI-THEFT IGNITION SYSTEM. Designed to help prevent the 
engine from being started unless a coded key prograntred to your 
vehicle is used. Optional on single-rearwheel models only. 


AERIAL BUCKET 


SUSPENSION PACKAGE. This new-for-2009 option is aveilable on 
E-350 Vans, and includes heavy-duty front and rear springs to help 
balance the weight of a bucket mechanismand rear-bun per platform. 











FLEMBLE FUEL 


Al E-Series 4.6L and 5.4L gas engines are 
Flexible Fuel capable. Ford Fle@<Fuel Vehicles 
(FFVS) give you the power of choice. E85 or 
gasoline? FFV lets you decide right at the 
pump. Both E-Series FF\V6 can run on E85 
(85% ethanol/ 15Y%gasoline), straight gasoline, 
or any combination of the two. Since Ford 
introduced E85 FFM back in the nid-1990s, 
We’r.e put nearly 2 million on the road, witha 
streamof refinements along the way. 
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6.0L POWER STROKE® 
\6 TURBODIESEL 


This proven workhorse pun ps out 235 hp and 
generates an impressive 440 Ib.-ft. of torque. 
Cast-iron block and heads withstand the combustion 
pressures of peak diesel operation. The robust 
design also features a stiff bedplate, which 
enhances durability. The Power Stroke is backed 
bya 5-year/ 100,000-nile linited warranty: 


4.61/ 5.4LGAS\6 FAG 


Ford engines are at the heart of E-Series’ 
versatility and capability. E-Series is the 
only cargo van in its class to cove wtha 
standard 4.6L V8 FFV. E-Series gas engines 
feature a silent-design camdnve for smooth, 
Quiet operation, plus a fail-safe cooling 
systemand a 100,000-mile scheduled 
tune-up intervel? Step up to the 5.4L V8 
FFV to get extra punch for high-capacity 
applications. Its SOHC architecture pun ys 
out 255 hp and 350 Ib.-ft. of torque across 
a WdCe powerband. 


6.8L. G4S V0 
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4.6L SOHC 5.4L SOHC 6.8L SOHC 6.0L POWER STROKE 


V6 FFV V6 FFV V10 V6 TURBODIESEL 
Horsepower 225 @ 4800 255 @ 4500 305 @ 4250 235 @ 3150 
440 @ 1600 


For best-in-class gas torque, opt for 

an aveilable 6.8L V1LO. Its Electronic 
Throttle Control (ETC) nodulates torque 
at the drive wheels for smooth, seamless 
engine response. 





TORGGHIFTS-SPEED AUTOMATIC 


Ford’s most rugged transimission has been proven on F-Series Super 
Duty®Cnhassis Cabs and Pickups. The available 5-speed automatic 
TorgShift®transmission is designed for the high torque outputs of 
powerful E-Series engines. An innovative Tow Haul Mode? reduces 
gear hunting when towing and uses engine braking when descending 
steep grades. 





ISee your Ford Dealer for details. 7Under normel driving conditions with routine fluid and filter Changes. 3Tow/ Haul Mode available with gas engine applications only. 








EXTERIOR 
A Oceeall length 


B VWheedlbase 
C._ Loedfloor height 


D Oerall width 
(@cluding mirrors) 
Overall width 
(including rvirrors) 

E Heigt 


Rear cargo door 
opening height 
Rear cargo door 
opening width 
Side cargo door 
opening height 
Swing- out side cargo 
door opening width 
Sliding side cargo 
door opening width 
INTERIOR 

Ist Row 

Head room 


Shoulder room 
Hip room 

Leg room 

2nd Row (V\agon) 
Head room 
Shoulder room 
Hip room 

Leg room 

3rdi Row (V\agon) 
Head room 
Shoulder room 
Hip room 

Leg room 

4th Row (\V\agon) 
Head room 
Shoulder room 
Hip room 

Leg room 

Sth Row (V\agon) 
Head room 
Shoulder room 
Hip room 

Leg room 

Van Only 
Meximumeargo vdure 
(cu ft) behind Ast row 
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SPECS & DIMENSIONS 


E-250/E-350 
ane Satna SUPER DUTY 
LENGTH LENGTH REG. LENGTH 
216.7" 236.4" 216.7" 
138.0" 138.0" 138.0" 
28.0" (Van) 28.6" 311'/29.5" (Van) 
28.8" (Wagon) 30.2" (Wagon) 
79.4" 79.4" 79.4" 
106.0" (Van) 106.0" 106.0" (Van) 
95.7" (Wagon) 95.7" (Wagon) 
82.4" (Van) 82.6" 84.8'/83.7" (Van) 
82.1" (Wagon) 83.1" (Wagon) 
49.5" (Van) 49.5" 49.5" (Van) 
A6.8" (Wagon) 46.8" (Wagon) 
53.9" (Van) 53.9" 53.9" (Van) 
54.4" (Wagon) 54.4" (Wagon) 
A8.2" (Van) 43.1" A8.2" (Van) 
47.2" (Wagon) 47.2" (Wagon) 
44.8" 44.8" 44.8" 
45.6" 45.6" 45.6" 


42.1" (Van) 
42.0" (Wagon) 
68.1" 


65.6" 
40.0" 





E-250/E-350 
SUPER DUTY 
EXT. LENGTH 
236.4" (Van) 
236.7" (Wagon) 
138.0" 
315'/29.7" (Van) 
29,1" (Wagon) 
79.4" 


106.0" (Van) 
95.7" (Wagon) 


85.0"/83.6" (Van) 


82.3" (WWegon) 
49.5" (Van) 
48.0" (Wagon) 
53.9" (Van) 
54.4" (Wagon) 
48.1" (Van) 
47.2" (Wagon) 
44.8" 


45.6" 


42.1" (Van) 
42.0" (Wagon) 
68.1" 


65.6" 
40.0" 


40.2" 
72.8" 
68.6" 
338.8" 


40.1" 
7L7" 
66.8" 
40.0" 


39.6" 
69.4" 
66.1" 
39.4" 


37.4" 
67.5" 
65.8" 
37.0" 


278.3 
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Axie | GOR E-350 E-350 SUPER DUTY 
Engine Ratio | (ibs.) E-150 SUPER DUTY EXTENDED 
4.6L SOHC V8 FFV| 3.73 | 11,500 5500 — — 





E-350 
Axie | GONR E-150 E-250 E-350 SUPER DUTY 
Engine Ratio | (Ibs.) | E150 EXTENDED | E-250,/ EXTENDED |SUPERD EXTENDED 
4.6L SOHC V8 FFV|} 3.73 | 11,500} 6GOO0O 5800 5900 5800 — — 


4.10 | 12,000} 6500 
ee Patan ea toe 
4.10 | 13,000; 7400 7300 7400 
aocw ae OP PS 
4.10 | 18,500 10,000 10,000 
nevenet Fo [ances] = [= P= |= | aero ae 
4.10 | 20,000 10,000 10,000 


4.6L SOHC VS FFV| 4.10 | 12,000 2 


5.4L SOHC V8 FFV| 4.10 | 13,000° —_ 
4.56 | 14,050 8500 





6.8L SOHC V10 4.10 | 18,500 10,000 10,000 — 
4.56 | 20,000 10,000 
6.0L V8 Diesel 4.10 | 20,000 10,000 10,000 10,000 








*Maxinum capabilities shown are for properly equipped vehicles with required equipment anda 150-Ib. driver. Weight of additional options, 
equiprrent, passengers and cargo must be deducted fromthis weight Cutaway ratings are based on inconplete vehicles. Final vehicle manufacturer 
weights and ratings will vary due to upfit and modification requirements. *For nraxinumireiler weights with Crew Van, deduct 200 Ibs. fromthe 
weights shown (except with 18,500 Ibs. and 20,000 Ibs. GCVWVR). 3E-350 SRW Cutaway with 5.4L V8 only (nidship fud tank) 10,600-Ib. GCW\R. 
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E-250 COMMERCIAL 





MECHANICAL 

4.6L V8 FFV engine 

5.4L V8 FFV engine 

6.8L V10 engine 

6.0L Power Stroke® V8 Turbo Diesel engine 

4-speed automatic overdrive transmission 

5-speed automatic TorgShift® transrission with overdrive 
and Tow/Haul Mode (requires 6.8L engine) 

5-speed automatic TorgShift transmission with overdrive 
(diesel engine only) 
AcWvanceélrac® with RSC® (Roll Stability Gontral™) 

(gas engines only) 
Altemator — 155-amp (5.4L and 6.8L engines only) 
Altemator — Dueal-system140/120-anp (diesel engine only) 
Altemator — 140-anp (diesel engine only) 
Altemator — 195-arp (6.8L engine only) 
Avpiliary fuel port" 

Battery — Heavy duty auxiliary (gas engines only) 

Engine block heater? 

Engine oil cooler 

Front GAVWR — Maxinnumup to 4600 Ibs? (Fleet only; 
included with Ambulance Prep Package) 

Integrated Trailer Brake Cortroller* (n/a with diesel engine) 
Power TakeOff (PTO) provision (diesel engine only) 
‘Traction Control (gas engines only; n/a with Adclvancelrac 
with RSC) 


SAFETY/ SECURITY 

Airbags’ — Driver and front passenger front 

Deyiirre running lan ps (Fleet only) 

E- Guard Cargo Protection System™ and side- door 
security system 

Passenger airbag cut- off switch 

Power 4-whed disc brakes with Anti-lock Brake System (ABS) 
SecuriLock® passive anti-theft ignition system 

Tire Pressure Monitoring System (excludes spare) 
SEATING 

Dual viny front bucket seats 

Dual cloth front bucket seats 

Dual cloth front captain's chairs® 

Power Crriver sestt— 6-wey (requires front captain’s chairs) 


OOO OO; O OC 000 BDOSeSBO DOO BESEEeO0 DOBO0 BO ®@ 





OOO OO; OO O'O|'O0, ADOeSBO DOO BSEEeO0 DOO8BO0 80 ®@ 








OOO OO; OOO O|'O, ADOeSBO BDOOBSEEe0 DOO80 80 ®@ 








APPEARANCE/COMIFORT/ CONVENENCE 

16" stead whee!s with sport wheel covers 

16" forged- aluminum whedls (requires gas engine) 

Air conditioning (front only) 

Air conditioning — Hgh- capacity (front and rear) 

AM/FM stereo with digital clock and 2 speakers 

AM/FM stereo/single-CD player with digital clock 
Premium Newigation Radio System— Includes single-CD 
layer and SIRIUS Satellite Radio’ with 6-nonth susaiption 
Radio delete 

Bumpers — Front and rear contour, Black painted 
Bumpers — Front and rear contour, chrorre 

Bumper — Rear step, Bladk, induces Class | Trailer Tow Prep 
Bumper -— Reer step, dtrare, induces Class | Trailer Tow Prep 
Cruse control 

Floor covering — Front and rear vinyl 

Instrurrert panel electronic message center (standard 
with diesel engine) 

Mirrors — Aero-sbe, manual- adjustable sideview 
Mirrors — Aero-stjle, power adjustable sideiew* 

Mirrors — Telescoping trailer tow, nanual-adjustable sidevievv 
Mirrors — Tdescoping tailer tov, powe-adustable sidaview? 
Power Group (door locks, Windows, sideview mirrors, 
rerrote keyless- entry system) 

Privacy glass’° 

Rear View Carrera 

Reverse Sensing System 

Running boards — Doorlength 

Side cargo door — Sliding solid panel 

Side cargo doors — Swing out 60/40 doors 

User defined upfitter switches - 3 

VUindows — Fixed rear cargo door dlass 

VUindows — Fixed side/fixed rear cargo door glass 
VUindows — Swing. out side/fixed rear cargo door glass 
Vindows -— All around (includes swing- out side/fixed rear 
Cargo door glass) 
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PACKAGES” 


Aerial Bucket Cargo Van Suspension Package 
Ambulance Prep Package — Avniliany Heater/AC 
Connector Package, 4.10:1 linitecslip rear ade, dual 
altemators, dual-note hom, floor pan extended side and 
rear, fixed side/rear door tinted glass, front Ving headliner 
with HIC extension, maximum front GAWR, modified 
Vvehide wiring kit and vinyY sun visors (diesel engine only) 
Crew Vaan Package — 2nc-row viny bench seat, netal- 
mesh bulkhead, partial headliner, full B-pillar trim panels, 
lowseries polypropylene side door and rear door-triim 
panels, LH lower trim panded behind driver seat, restraints 
with rretal retractor cover for 2nd row bench seat, pull 
handle on 40% side door and RH back door 

Crew Vian Interior Upgradie Package — 2nd row cioth 
bench seat, full-length carpeting, dual cloth captain’s 
chairs, cloth sun visors, carpeted floor nits, dash sound 
absorbers, full-length cloth headliner and Power Group 
Dome/ Cargo Light Kit — 3 additional cargo lights” 
INo- Charge EconoCargo™ System— Insulated 
polyethylene pane's covering wells and ceiling, includes 
bulkhead with lockable door 2 tracks and tie-down straps 
EconoCargo Upgradie Package (General Delivery; 
requires EconoCargo System) — 2 wire shelving nodules 
(48"H x 16"D x 49"W), 2 single uprights (48"), 1 double 
upright (48"), 6 wre shelves (16" x 48") and 2 wre 
shelves (12" x 48") 

Exterior Upgrade Package — Front and rear contour 
Chrorre burpers, Chronre grille surround, aerodynairic 
headian ps, and optional aluminumwheeis (requires 

gas engine) 

Handling Package — Frort stabilizer ba, and heavy duty 
front and rear shock absorbers 

Insulation Package — Full-length headliner, cloth sun 
sors, Upper B- pillar trim panels, polypropylene side 
door and rear door-trim panels 

Interior Upgrade Package — Full-length carpeting, 
side/rear cargo door trim panes, dash sound albsorber, 
full-length headliner, cloth sun visors, full B-pillar tring 
dual cloth front captain's chairs, front canpeted floor 
rrets, Insulation Package and Power Group 


O}O 


O|O 
O|O 
OO 














@ Stardad © Sedect Acdilability O Optiond — Not Areilable 
EconoCargo is a registered trademark of Anrerica’s Bocly GConpany, Inc. 


+Standard on diesel, optional on gas. Not aveilable with 4.6L. 7Indluded with diesel. 3>Gonqouter 
sdiected— 4600 Ibs. max *TBC verified to be compatible with dectric- actuated drum brakes 
only. °Always wear your Safety belt and secure children in the rear seat if equipped. °Aveilalble 
@s part of Interior Upgrade Package. ’Service nat aveilable in Alaska or Hawaii. See your Ford 
Deeler or contact SIRIUS at 1-888-539-7474 for more informetion. “SIRIUS,” the SIRIUS dog logo 
and “The Best Radio on Radio” are registered trademarks of SIRIUS Satellite Radio Inc. ®included 
aS part of Power Group. °Requires Power Group. “Restrictions apply, see dealer for details. 
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E-SERI ES\AN (continued) 








E-SERIES CUTAVAY FEATURES & OPTIONS 


E-250 SUPER DUTY CUTAV\AY 





E-150 COMIMERCIAL 














3 | i 
PACKAGES" (continued) 
| | 82 Premium Van Group — Dual front captain's chairs, 
AM/FM stereo/single-CD player with digital clock, 
Exterior Upgrade Package, Power Group, cruise control MECHANICAL SAFETY/SECURITY 
and Insulation Package ; ; . 

O O O No- k® Racks and Bins Package — ® —/|]—!]— |— | 46LV8 FFVendre @ @ @ § — | — | Ajrbags* - Driver and front passenger front 
Fully installed steel shelving, drawers and cabinets; — | © Oo © @ 5.4L V8 FFV engine Oo © @ = — | — | Bet Minde® front safety belt renrinder 
includes bulkhead with lockable door —}|O} O} O |} O | 68LV1O0 engine O | O | O | @ | @ | Deine noming lanps (Fleet only) 

O |} O | O | No-Charge QuietFie<™ II Composite Racks and — | O]|] O | — | — | GOL Power Stroke V8 Turbo Diesdl engine @ @ | @| @ | @ | Bia-note hom 
Bins Package — Enclosed lockable bin, lockable whed- @ © | — | — | — | 4 speed automatic overdrive transrrission O O | et ee Passenger airbag cut off switch 
Well door, 2 deep drawers, 4 shallow drawers, 2 triple — | ©} © | @ | @ | 5 speed automatic TorgShift transmission e@ @ @/| @ | @ | Power 4wWhed disc brakes with Anti-lock 
hooks, full-length viny floor covering, 10 shelf dividers With overdrive and Tow/ Haul Mode Brake System (ABS) 
and conposite bulkhead with lockable door (5.4L and 6.8L engines only) O O O __ = Remote keyless- entry systen? 

O | © | © | Racks and Bins Upgrade Package 1 aan — | © | © | — | — | 5-speed automatic TorgShift transmission Oo] oO | — | — | — | searilock passive anti-theft ignition system 
ee one wah our ead recy rover 

; — O O O O Altemator — 155-armp (5.4L and 6.8L @ O = oO — Tire Pressure Monitoring System 
O O ‘S Racks and Bins Upgrade Package 2 (Hectrical ; 
engines only) (SRW only; excludes spare) 
Contractor/Appliance haat ee pte and Bins _ O O — —. A Doe 140/120-arp 
Package) = 12-dremer cabinet, tilt shelf; toallbox door (deca engine only) SEATING 
(additional), wire spool rack, triple hooks (additional ) . . . . 
Sie adder ee Gi) —|O} O | — | — | Altemator— 140-amp (diesel engine only) —|O} O | — | — | Ceptair's chair - Cth, diver side only 

O O O Racks and Bins Upgrade Package 3 (Plumbing/ HVAC — © O O O Altemator — 195-amp (6.8L engine only) —_ © O —— = Captain's chair — Without trim driver side only 
Service; requires Racks and Bins Package) — 12-drawer @, @| @ | @ | @ | Adiliary fua port e@, @ | @ | — | — | Beil viny front bucket seats 
cabinet? tilt shelf? and tank rack (3-tank capacity) OO}; O | O | — | — | Battery— Heavy duty auxiliary, 78-anp O | O | O | — | — | Del doth front bucket seats 

O O O Trailer Tow Package — Class II/III/IV— Trailer wiring (ges engines only) O O | — | — | Duel doth front captain's chairs 
hamess (blade-style female connector), electric brake @ @)| @ | @ | @ | Bectonic Thrattie Control (ETC) —|oO }| oO | — | — | De front captain's chairs — Without trim 
controller tap-in capability, relay system for backup/B+/ O O O O O Engine block heater? O O OQ | — | — | Power chiver seat — 6 wey (requires front 
running lights, and franre-nrounted hitch receiver __ © © O O Front GAWR— Maxinrum (Fleet only)! captain's chairs) 

FORD VWORK SOLUTIONS™ @ oO |; — |} — | — | Fud tark- 35-gadllon capacity ridship — | © | © | — | — | Manual Seat Prep Package 

O | 0 | O | GewCie™ vehide tracking system (standard on E-350 SRW) — | O | O | — | — |. Power Seat Prep Package 

Se tae tieer ees — | @!]} OO} @! O |} Fd tak- 40-gallon capacity aft of ade — | © | © | — | — | Mente pecestal with 2-wey adjuster 

6.) © | 0.) todd ted tackingasten — | © | @ | © | @ | Fud tark- 55-gallon capacity aft of ae — | — | — | @ | @ | Seets not included (no pedestal) 

eo) @ Starndad © Sdect Arcilability O Optional — Not Areilable 
FACTORY- INVOICED ACCESSORIES a O O —— — Power TakeOff (PTO) provision (diesel 
O O O Power Code™ Renrote Start System (requires Power Group) engine only) 
O} OO} O } O |} O | Speretire and wed 
O | O |} O | O |} O |. Traction Control (gas engines only) 
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Bug deflectors 




















Misit fordaccessories.com to use the Accessorize, 
leam corn plete accessory details and view purchase instructions. 




















Trailer hitch — Class III/IV 
Trailer hitch balls/draw bars Splash guards ace ills Seals Sais 
i | | . I } Genuine Ccessones VW Weiral Chever Oreatest ber efit: 
ae ; . ene mM 12 rromts or 12,000 niles (whichever occurs first), a Burpe-to- Bunper 
Hlectrochronic mirrors Premium carpeted floor nets 3-year/36,000- rile New Vehicle Lirrited Warranty. Contact your local Ford Dealer for details and 
Rerrote start systems All-weatther floor nets a copy of the linrited warranty. Ford Licensed Accessories (FLA) are warranted by the accessory *Restrictions apply, see dealer for details. ?12-drawer cabinet and tilt shelf not included on 
Vehicle security systers Ashcup/coin holder/Srroker’s Pack manufacturer's warranty. Contact your Ford Dealer for details regarding the manufacturer’s linrited QuietFlexill package. 2Standard on diesdi, optional on gas engines. “Always wear your safety belt 


Ford SYNC® 


werranty and/or a copy of the FLA product linited warranty offered bby the accessory nranufacturer. 


and secure childiren in the rear seat if equipped. "Requires Power Windows and Locks Group. 
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E-250 SUPER DUTY®* CUTAWAY 
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E-350 SUPER DUTY CUTAV\AY 
E-450 SUPER DUTY CUTAV\AY 


O OO O80 


OO} OsOlOl/O/O/@sOJO 


@@oo00@ee 8 O 





Oe OC®@e 














APPEARANCE/COMFORT/ CONVENIENCE 
16" Gey painted steel whedis (SRW only) 
16" White- painted steel whedis (SRW only; 
requires gas engine) 

16" White- painted steel wheels (DRW only) 
16" sted wheels with sport wheel covers 
(SRW only) 

16" forged aluminum wheds (SRV with gas 
engine only) 

Air conditioning (front) 

Air conditioning ddlete 

AM/FM stereo with digital clock 

AM/FM stereo/single-CD player with 

digital clock 

Premium Plus CD-6 — AM/FM stereo/6-disc 
in-dash CD changer with digital dock 
Premium NemMgation Radio System — Indudes 
single-CD player and SIRIUS Satellite Radio* 
with 6-month subscription 

Radio delete 

Radio Prep Package 

Bumper — Front, Black painted 

Burrper — Front, VWhite- painted 

Cruse control 

Frarre spacers — Altemate lateral 

Frarre spacers — Standard pattem 
Instrurrent pane! electronic message center 
(Standard with diesel engine) 

Mirror — Interior day/night rearview 

Mirrors — Aero-stVe manual-adjustable 
sideiiew 

Mirrors — Telescoping trailer tow, 

manual- adjustable sidevievw 

Mirrors — Telescoping trailer tow, 

power adjustable sideiew 

Modified vehide wiring kit and system 
Power points — 3 

Power VUindows and Locks Group 

Pucks — Frarre isolator 

Rear View Carrera 

Running boards — Doorlength 

Tilt steering wheel 

Vindshield wipers — Intervel (controls only 
on Stripped Chassis, no Wiper motor) 


OO 


E-250 SUPER DUTY CUTAM\AY 
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FORD WORK SOLUTIONS™ 
Crew Chief™ vehicle tracking system 
In-dash computer with touch screen 


PACKAGES’ 
AC Prep Package — Scroll compressor, 
condenser, drive belt, tensioner attaching 
brackets and bolts 
Ayribbulance Prep Package — Avniliary 
Heater/AC Connector Package, 4.10:1 
linritecd-Slip rear ade (E-350), dual alternators, 
dual 78-armp batteries, front license plate 
bracket, manual-telescoping trailer tow 
mirrors, spare tire and whee, frane pucks, 
Cual- note hom (requires diesel engine) 
Axuoiliary Heater/ Air Conditioning 
Connector Package — Front heater 
comnector and front air conditioning connector 
Axuoiliary Heater/ Air Conditioning 
Gonnector Package w/ Rear Controls 
Class | Trailer Tow Prep Package 
Exterior Upgrade Package — Frort 
Chrorre burper and grille surround, and 
aerodynamic headian ys 

Handling Package -— Front stabilizer bar and 
heavy duty front and rear shock absorbers 
Insulation Package — Front doth headliner 
and doth sun visors 

Interior Upgrade Package — Front cloth 
headliner, high-series door-trim panes, dual 
Cloth front captain's chairs, doth sun uisors, 
carpet, power windows/door locks, and 
Insulation Package 

Motorhorre Prep Package — Frort crore 
burrper and grille, aerodynamic Neadian ps, 
power Windows/door locks, nranual pedestals 
(seats not included), Class | Trailer Tow 
Prep Package, cruise control, fixed antenna, 
frarre pucks, front license plate bracket and 
55-gallon fuel tank (40- gallon with E-350 
Super Duty with 138" or 176" WB) 
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E-250 SUPER DUTY CUTAM\AY 
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@ Starcard © Select Aveilability 


E-350 SUPER DUTY CUTAV\AY 
E-450 SUPER DUTY CUTAV\AY 





PACKAGES? (continued) 


Right Hand! Door Delete Package -— Ddetes 
passenger sesit, safeby belt and hardware; 
passenger airbag; A- pillar grab handle; sun 
Misor, speaker and headliner 

School Bus Prep Package — Frort license 
late bracket, banded front coor glass (tinted), 
high- back driver seet only, 155-anp altemator 
(gas), 140-anp altemstor (diesel), 40-gallon 
fud tank (E-350/E-450 DRVV), 4600-Ib. front 
GAW\R (E-450), and frane pucks; deletes 
passenger seatt/pedestal and attaching 
hardware, passenger safety belt system 
passenger B- pillar trimand scuff plate, 
passenger side front airbag, sideview mirrors 
and front headliner 

Shuttle Bus Prep Package — Front chrorre 
burrper and grille, aerodynamic Neadian ps, 
manual pedestals (Seats not included), frane 
fous, power windows/door lodks, front license 
plate bracket, front max GAVWR (E-450), 
155-a7p alternator (ges), 140-arp alternator 
(diesel), exterior mirror delete, engine block 
heater, driver and front passenger airbags; 
deletes front headliner and front done lan 


© Optional — Not Avreilable 


*Service not available in Alaska or Haweii. See your Ford Dealer or contact SIRIUS at 
1-888-539-7474 for rrore information. “SIRIUS,” the SIRIUS dog logo and “The Best Radio 
on Radio” are registered trademarks of SIRIUS Satellite Radio Inc. 7Requires Power Windows 
and Locks Group. ?Restrictions apply, see dealer for details. 


E-SERIES VAGON FEATURES & OPTIONS 
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MECHANICAL 
4.6L V8 FFV engine (4-speed automatic Overdrive 
transmission) 

5.4L V8 FFV engine (4-speed autormeitic Overdrive 
transimission) 
6.8L V1O engine (5-speed automatic TorgShift® 
transmission with overdrive and Tow/Haul Mode) 
Advenceélrac® with RSC® (Rall Stability Contral™) 
Altemator — 155-armp (n/a with 4.6L engine) 
Altemator — 195-arp (6.8L engine only) 
Battery — Heawy duty auxiliary 

Engine block heater 

Integrated Trailer Brake Controller* 


SAFETY/ SECURITY 
Airbags’ — Driver and front passenger front 

Belt Minder® front safety belt renrinder 

Daytine running lamps (Fleet only) 

Dual-note hom 

Power 4-wheel disc brakes with Anti-lock Brake 
System (ABS) 

Remote kejless-entry system with panic alanmand 
illuminated entry (requires Power VUndows and 
Locks Group) 

SecuriLock® passive anti-theft ignition system 
Tire Pressure Monitoring System (excludes spare) 


SEATING 

Viny-trintred seating 

Coth-trintred seating 

Leathe-trinired seating (req. XLT Prenium Package) 
Power Ciriver seat — 6-way with manual lumbar 

8 passengers: (2) front bucket seats; 

(2) 3- passenger rear bench seats 

8 passengers: (2) front captain’s chairs; 

(2) 3- passenger rear bench seats 

11 passengers: (2) front captain's chairs; (3) 

3- pessenger rear bench seats (Extended Length only) 
12 passengers: (2) front bucket seats; 

(2) 3- passenger rear bench seats; (1) 4- passenger 
rear bench seat (Regular Length only) 

12 passengers: (2) front captain's chairs; 

(2) 3-passenger rear bench seats; (1) 4- passenger 
rear bench seat (Regular Length only) 


O 


E-350 SUPER DUTY XL 


O 


SEATING (continued) 

15 passengers: (2) front bucket seats; 

(3) 3-passenger rear bench seats; (1) 4- passenger 
rear bench seait (Extended Length only) 

15 passengers: (2) front captain’s chairs; 

(3) 3-passenger rear bench seats; (1) 4- passenger 
rear bench seat (Extended Length only) 

7 passengers: (4) leathe-trintred captain's chairs 
for 1st and 2nd rows; (1) 3- passenger rear bench 
seat (requires XLT Premium Package) 

111- passenger Center Aisle Seating Prep Package* 
(Regular Length only) 

14- passenger Genter Aisle Seating Prep Package? 
(Extended Length only) 
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APPEARANCE/ COMIFORT/ CONVENENCE 

16" sted wheels with sport wheel covers 

16" forged- aluminum wheds 

Air conditioning (front only) 

Air conditioning — Hgh- capacity (front and rear; 
standard on XL Extended Length) 

AM/FM stereo with digital clock and 4 speakers 
AM/FM stereo/singe-CD player with digital clock 
and 6 speakers 

Premium Plus CD-6 — AM/FM stereo/6-disc in-dash 
CD changer with digttal clock and 6 speakers 
Premium Navigation Radio System— Includes 
single-CD player and SIRIUS Satellite Radio* with 
6- month subscription 

Radio delete 

Burrper — Front and rear contour, Black painted 
Burrper — Front and rear contour, chrorre 
Bumper — Rear step, Black, indudes Class | Trailer 
Tow Prep (n/a with Exterior Upgrade Package) 
Burrper — Rear step, chrome, induces Class | Trailer 


Floor covering — Full-length vinyl 

Floor covering — Full-length carpet 

Floor rrets — Carpeted 

Instrurrent panel electronic message center 
Mirrors — Aero-stbe, manual-adjustable sideview 
Mirrors — Aero-stle, power adjustable sideiew 
Mirrors — Telescoping trailer tow sideview 
Overhead console (requires rerrote kejless entry) 
Power poirts — 2 
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E-350 SUPER DUTY XL 


AAPPEARANCE/ COMIFORT/ CONVENIENCE 


(continued) 
© @ © Oo Power Windows and Locks Group 
O O G O Privacy glass 
G O O O Rear View Carrera 
j ©. O O Reverse Sensing System (requires rear step or 
contour bun pers) 
(e O O O Running boards — Door length 
O O O O Side cargo door — Sliding solid pand 
© O Oo © Tilt steering wheal 
O O O O User defined upfitter switches — 4 
—|@e;}—|®@ Visors — Cloth, illurrinated, with driver map strap 
@ @ ® @ VUindshield wipers — Interne 
FORD WORK SOLUTIONS™ 
O Crew Chief™ vehicle tracking system 
O O O In-dash conqouter with touch screen 


FACTORY- INVOICED ACCESSORIES 


Power Code™ Remote Start System (requires 
Power VUindows and Locks Group) 


PACKAGES” 

Exterior Upgrade Package — Includes contour 
Chrorre bumpers and grille surround, and dual 
sealect beam headian yas 

Insulation Package — Indludes doth sun visors, 
color keyed sliding door track, upper B- pillar 

tim paneds, and side and rear trimpanes with 
insulation padding 

Inberior Upgrade Package — Induces frort and rear 
carpeting, high-level side/rear cargo door-trimpaneds, 
Cath seats, dash sound absorber, headianqas-on 
alert chirre, frort carpeted floor mets, Insulation 
Package, and Power VUndows and Locks Group 
Trailer Tow Package — Cass II/III/IV 

XLT Premium Package — Includes leathe- 
trintred captain's chairs for Ist and 2nd rows, 
power dCiriver seat, remote keyless entry, leather 
wrapped steering Whned, privacy glass, forgect 
aluvinum whedis, overhead console, running 
boards and two-tone exterior paint 














@ Stardad © Sedect Acdilability O Option — NotAreilable 


*TBC verified to be compatible with dectric actuated drumbarkes only.”Always wear your safety belt 
and secure children in the rear seat if equipped. "Seating systamupfit aveilable at additional charge. 
“Service nct aveilable in Alaska or Hameii. See your Ford Dealer or contact SIRIUS at 1-888-539-7474 
for nrore information. “SIRIUS,” the SIRIUS dog logo and “The Best Radio on Radio” are registered 
traderrarks of SIRIUS Satellite Radio Inc. °Restrictions apply, see dealer for details. 
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Medium Pebble Cicth 





Medium Pebble Leather 





Medium Flint Vinyl 





Medium Flint Goth 
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Medium Flint Goth 





Medium Flint Leather 


Drive one. 


MEDIUM PEBBLE 


MEDIUM FLINT 





XL/ XLT VWVANGONT 
Oxford White 

Pueblo Gold Metallic 
YEIOW (XL only; Fleet only) 
Royal Red Metallic 
Forest Green Metallic 
Dark Blue Pear Metallic 
Brilliant Silver Metallic 
Sterling Grey Metallic 
Black 

Vermillion Red 


XLT PREMIUM 

Oxford White/ Brilliant Silver Metallic 
Two-Tone 

Oxford White/Sterling Grey Metallic 
Two-Tone 


Pueblo Gold Metallic/Sternling Grey 
Metallic Two-Tone 

Royal Red Metallic/ Brilliant Silver 
Metallic Two-Tone 

Royal Red Metallic/Stenling Grey 
Metallic Two-Tone 

Forest Green Metallic/Sterling Grey 
Metallic Two-Tone 


Dark Blue Pear! Metallic/ Brilliant Silver 
Metallic Two-Tone 


Black/ Brilliant Silver Metallic Two-Tone 
Black/Stenling Grey Metallic Two-Tone 


VAN 

Oxford White 

Pueblo Gold Metallic 
Yellow (Fleet only) 

Royal Red Metallic 
Forest Green Metallic 
Dark Blue Pear Metallic 
Brilliant Silver Metallic 
Sterling Grey Metallic 
Black 

Vermillion Red 


CUTAWAY 

Oxford White 

YeIlOw (Fleet only) 

Royal Red Metallic 
Dark Blue Pear Metallic 
Brilliant Silver Metallic 
Black 

Vermillion Red 


+Medium Pebble available on XLT only. 7Medium Pebble requires 
Interior Upgrade Package. >New for 2009. 





Ford uses clearcoat paint for beauty and protection. Colors shown are representative only. 
Not all colors are aveilable on all nodes. See your dealer for actual paint/trim options. 
Vehicles shown may contain optional equipment. 
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16" Sport Wheel Cover 





16" Forged Aluminum V\heel 





New Vehicle Linited Vimrranty. Vie went your Ford E-Series ownership 
experience to be the best it can be So under this werranty, your new 
vehicle comes with 3-year/36,000-mile Bunper-to- Bumper Coverage, 
5-year/60,000-nile Powertrain V\errarty Coverage, 5-year/50,000-nile 
Safety Restraint Coverage, and 5-year/unlinitec: mile Corrosion (Perforation) 
Coverage - all with no deductible. Please ask your Ford Dealer for a copy of 
this linited werrerty. 

Roadside Assistance. Covers your vehicle for 5 years or 60,000 miles, so 
you have the security of knowing that help may be only a phone call away 
should you run out of fuel, lock yourself out of the car, or need towing. Your 
Ford Dealer can provide complete details on all of these advantages. 


Ford = ED 

eae ENDED ‘ 

Ford Motor Company 
Insurance Services 


a 


Ford Credit. Get the ride you want. Whether you plan to lease or finance, 
you ll find the choices that are right for you at Ford Credit. Ask your Ford Dealer 
for details or check us out at fordcredit com 


Extended Service Plan. For a purchase or lease, the Ford Extended Service 
Plan (ESP) gives you “Peace-of Mind” protection designed to cover key 
Vehicle conqponents and protect you fromthe cost of unexpected repairs. Ask 
your dealer for a Ford ESP, the only service contract backed exclusively by Ford 
and honored at all Ford Lincoln Mercury dealerships. 


Insurance Services. Get Ford Motor Company quality in your auto insurance. 
Qur program offers industry-leading benefits and competitive rates. Call 
1-877-367-3847, or visit us at fordvip.com for a no-obligation quote. 
Insurance offered by American Road Services Company (in CA, Anrerican Road 
Insurance Agency), a licensed agency and subsidiary of Ford Motor Company. 


Comparisons based on 2008 conpetitive modds (Full-Size Vans), publicly 
aveilable information and Ford certification data at tine of rdease Sore 
features discussed may be optional. Vehicles shown may contain optional 
and afterrerket upfit equipnent Features shown may be offered only in 
combination with other options or subject to additional ordering requirements 
or liritations. Dinrensions and capacity ratings shown mey very cue to 
optional features and/or production variability. Following release of this PDF, 
certain changes in standard equiprrent, options and the like or product 
delays may have occurred which would not be included in these pages. 
Your Ford Dealer is the best source for up-to-date information. Ford Division 
reserves the right to change product specifications at any tine without 
incurring Obligations. Body Manufacturers are responsible for compliance 
certification of the con pleted vehicle. The Ford New Truck Linrited V\arranty 
and any govemrrent certification made by Ford shall cover only the vehicle 
@S manufactured by Ford and shall not extend to any addition, nrodification or 
Change of or to the vehicle by the Ford Authorized Pool Account 


Drive one. 
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et Ta ect 
E-Series has a reputation for quality that has made it 
America’s best-selling line of full-size vans since 1979. 


eet Ue cy 


Ford truck engines are leaders with Flexible Fuel and 
Ford Clean Diesel Technology.™ And more fuel-efficient 
SERIA ENE 


SAFE TRUCK. 


AdvanceTrac® with RSC® (Roll Stability Control™) tis a highly 
effective accident avoidance system. And only Ford has it. 


7 


The new Ford Work Solutions™ option brings you high 
technology and productivity tools that get the job done. 


*Remember that even advanced technology cannot overcome the laws of physics. It’s always 
possible to lose control of a vehicle due to inappropriate driver input for the conditions. For nrore 
infonmetion on Advancelrac with RSC, uisit fordvehicles.com Standard on VVagons and Recreational 
Vans, optional on Contrercial Vans. Not available with diesel engine. 


To learn more, visit 
commtruck.ford.com 


© 2008 Ford Motor Conpany 





